Message 


From: Caloggero, Dina (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=DIN A. CALOGGERO] 

Sent: 7/19/2011 2:37:12 PM 

To: Beurs, Eva (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Eva.Beurs] 

CC: McNamara, Ann (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Ann.McNamara]; McGuire, Thomas M (DPH) [/0=C0MM0NWEALTH OF 
MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Thomas.M.McGuire]; Fausett, Gary (DPH) 

[/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Gary.Fausett]; Han, Linda (DPH) 
[/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Linda.Han]; Connolly, Grace (DPH) 
[/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Grace.Connolly]; Dunn, Ceci (DPH) 
[/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Ceci.Dunn] 

Subject: ELC Money 4512-0180 

Hi Eva, 

I met with Linda and Grace and they approved the following amendments to the ELR REG 4512-0180 (5116) ELC 
contract plan. 

DiagnosisONE: $43,000 - This request will provide support and maintenance of the MDPH Electronic Laboratory 
Communications and Reporting (ELR) Component. The MDPH ELR System supports PHIN compliant HL7 Messaging, 
electronic order entry and reporting. The ELR System is also interfaced with the MDPH LIMS and Web Based 
Surveillance System, MAVEN. ELR allows laboratories and other health care partners with ability to check and receive 
reports electronically, view the status of test orders and submit test orders electronically. 

Mclnnis Consulting Services, Inc. $23,000 - The Web Software Developer I I/Web Architects (TV Ramada Reddy and 
Raveendra Pamujula ) will provide technical support for the development, implementation and support of the State 
Laboratory Information System (SLIS), BtB and IML LIMS. Duties include providing Provide VB, VB.NET, ASP.NET and 
SQL programming support for the development and deployment of the State Laboratory Information System (SLIS) BTB 
LIMS for the Viral and Molecular components, providing build management and version control using VSS for support for 
SLIS BtB and IML development, test and production environments, supporting the electronic exchange of critical 
laboratory influenza data to the CDC and other health agencies, report integration and training and assisting in the design 
of data reporting, remedies potential IT system issues and implements needed modifications. 

Please let me know if you have questions. 

Thanks...Dina 


Dina Caloggero, MPA, PMP 

Director Informatics, Quality Assurance and Central Services 

Hinton State Laboratory Institute 

305 South Street 

Jamaica Plain, MA 02130 

P: 617-983-6601 

F: 617-983-6210 
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